APPROVAL FOR CONSTRUCTION 


THE PLANS AND SPECIFICATIONS FOR SEWAGE 
OR WASTE DISPOSAL SYSTEM SUBMITTED FOR: 


Owner: 


APPROVAL # 120424 


Heculano Telheiro Tap od NUMBERS: a pon 
c/o Morgado SUBD. APPVL.#: 
| SUBD. NAME: 


14 Ledge Rd. 
Seabrook, NH 03842 


Copy of Plan 8 Approval sent to: 


TYPE OF SYSTEM: Three bedrooms 


s ELE 


Board of Selectmen 


Town Office TOWN/CITY LOCATION: Seabrook, NH m 
Seabrook, NH 03842 p STREET LOCATION: _ Blacksnake Rd. 
By Applicant: PERMIT 4 348 PLEASE POST IN A CONSPICUOUS PLACE 
TTEETIMOD IU DURING CONSTRUCTION. 
Anne Bialobrzeski í 


247 Landing Rd. 
Hampton, NH 03842 


THIS APPROVAL DOES NOT SUPERCEDE 
ANY EQUIVALENT OR MORE STRINGENT 
LOCAL ORDINANCES OR REGULATIONS. 
STATE STANDARDS ARE MINIMAL 
AND MUST BE MET STATEWIDE. 


N.H. WATER SUPPLY & POLLUTION CONTROL COMMISSION 
P.O. BOX 95 HAZEN DRIVE, CONCORD, NH 03301 


A 


WHITE= Applicant's; 


NOTE: ( ) Gravity system to septic tank and effluent pump „a 
with disposal system to be constructed on a properly prepared base. 
Bed bottom to be set: ( 


YELLOW= Town's; 


BLUE= NHWS8PCC file; GOLD= Owner's - (No Action Required) 


XX) Gravity system ( 


) no deeper than " below the original grade 


( ) no less than " above the original grade 
( XX ) no lower than the original grade 
to maintain (XX ) 4  ' minimum above (the reported) kawy) seasonal high water table. 
( ) ' minimum above (the reported) (any) ledge depth. 
( ) ____' minimum above (the reported) (any) impermeable soil. 


( XX) Fill to prepare disposal area should be a medium to coarse sand (0.5 to 1.0 mm). 
( ! This approval only valid for the above owner's domicile/exemption. 


'ed this date: April 18, 1985 By: j 
James E. Shepard  vcg . Water Supply & Pol#ition Control 


8/1/80 Commission Staff (OVER) 


PERC TEST pare 24/0 — 


DEPTH OF HOLE :_ 30" 


RATE OF PERC: 2 — MNhu — 


DESIGN LOADING: _ 4 BEDROOMS 
AREA REQUIRED: _ 5640 Sar 


FOR 
AREA PROVIDED 


" HECULANO TELHEIRO 
OWNER”ANTONIO MORGADO — 
LEDGE ROAD .— 1 — 


; SE Lh BROOK N H 02874 


247 LANDING ROAD gon 40 65 
HAMPTON, Nw. OBBĄZ „eu 
DESIGNER PERMIT “PH ius : 


DATE: 


AMA E 
T2: t ST 
r2 rec ES 
toe Disposal 
Systerns 
Ann W. Bialobrzeski 
N No. 348 Q 


G © 
de Oy GO 
+ & Pol 


IeM 
9ntroi 


"^J. APPROVAL FOR CONSTRUCTION. 


N.H. DEPARTMENT OF ENVIRONMENTAL SERVICES 
WATER SUPPLY & POLLUTION CONTROL DIVISION 
P.O. BOX 95, 6 HAZEN DRIVE, CONCORD, NH 03302-0095 APPROVAL NO. 
THE PLANS AND SPECIFICATIONS FOR SEWAGE OR WASTE DISPOSAL SYSTEM SUBMITTED FOR: 


© PERC TEST veg iac _ 


OWNER: Lot Numbers: < 
E. I DEPTH OF HOLE: o 
Subd. Name: 
" County: Out ( 


Registry Book No.: «5; 

Registry Page No.: =~ 7 

Probate Docket No.: 
COPY SENT TO: (If Applicable) 

Type of System: 


DESIGN LOADING : diz" E | 
AREA REQUIRED :G75«/25- S44 So. pr ; 
PROPOSED SYSTEM: z an 


Town/City Location: 


s Mei) ORAL TREK Quentin 
wn ane 


Street Location: Shi PH ACKSNAKE DDAD 
BY APPLICANT: PERMIT NO. 


Subsurface waste disposal systems must be operated 
and maintained in a manner so as to prevent nuisance 
or health hazard due to system failure. 

(RSA 485-A:37) 


f 

| 

410.05) | 

ADVISE YOUR CONTRACTOR OF REQUIRED CHANGES | 


PLAN oF PROPOSED REVISED 


SEPTIC SYSTEM, , 


PREVIOUS APPROVAL * /2O 


Locus: CER SLAC 
SERB ROOM Nil 4. 


| HERCULANO $ EDVARDA TELHKIRO 
OWNERS ANTHONY ADELINE GEORGE 


It is unlawful to discharge any hazardous chemicals 
or substances into subsurface waste disposal systems. 
Included are paints, thinners, gasoline and chlorinated 
hydrocarbon solvents such as TCE, sometimes used 

to clean failed septic systems and auto parts. (Env-Ws 


R IN PLANS AS INDICATED BELOW CONDITIONS 


. STOCKTON SER VICES 
APPLICANT: PO BOX 13206 


HAMPTON, N.H. 03842 
DESIGNER | DRAMA" PIE 


eu 
CONSERVING PLUMBING FIXTURES IS SUGGESTED. | 


LA Ann r^ roa 
Es 


cL 
R, G E 


4 ADVISE YOUR CONTRACTOR 
{OF REQUIRED CHANGES IN 
PLANS AS INDICATED ON THIS |. 
sedi vidue) =s APPROVAL. 


IN ACCORDANCE WITH THE 
REQUIREMENTS OF THE a. 
N.H. DEPT OF ENVIRONMENTAL SERVICE 


Approved this date: PINE WRZE By: SAO SIA Xa ia 


Date amended: N.H. Water Supply & Polution Contról Asią Staff 


"T"NDOE2676 7 77 : (OVER) 
REVISED 8/91 „Tę: Amended by: 


APPLICANT'S 


F) 


ee 


Foint#, 
Command = 
Foint#, 
97.10 
108.81 


99.12 
98.73 
96.85 
36. 75 
36.22 
36.52 
98.41 
98.13 
95.31 
95.26 
95.65 
97.13 
97.71 
98.71 
99.45 
99.88 
99.16 
99.88 
99.69 
39.37 
99.22 
99.14 
98.81 
98.65 
97.35 
38. 48 
97.65 
97.95 
98.37 
38. 30 
96.58 
95.29 
99.47 
96.10 


Hot kome ee 


Start#-End# cr GH= 


Start#-End# or GH= 


SETHUB 
DH 

RT4DH 
BMNL. 
CORFNC 
ENDFNC 
CL DREF 
CLDF 
DIPCLDR 
CORBL.DG 
CORBL DG 
CORTRLF 
CORTRL.F 
DGEDRIVE 
INVDRAIN 
ENDF NE: 
WATERSO 
CORF NC 
CLFNC1Q 
FNE 

FNE 
COREP 
COEDECE 
CORBRICK 
EPCENSTP 
CL WAL.F. 
CORHSE 
TREE 
PIPETANK 
TOPDBOX 
DAK 
SPRUCE 
EPDRIVE 
TOP IP 
POLE 
POLE 
POLE 


WON Oh Whe 


Ja (> 


4372.1772 
4368. 2100 
5007 . 5077 
5002. 3087 
5010.3152 
2026. 1956 
4385. 0514 
4862. 3726 
4763. 7307 
4778.8703 
424.6083 
4338. 0040 
4938. 7781 
4859. 3051 
4841. 1354 
5007. 1335 
43797. 3096 
4383. 9824 
4317. 2346 
4860, 3875 
4880. 3070 
4886. 2889 
4303.6119 
4916.5121 
4322, 9459 
4917.8250 
4352. 3014 
4933. 1544 
4346. 0554 
4378.0618 
4373.4719 
4986. 4666 
3019.3951 
3030. 3380 
5043.7723 
J060. 6698 


/ lj 

/ U 
jog 

| 


3000. 0000 
4752. 5163 
4753.0276 
4348.2114 
4946. 0984 
4995 .0784 
4998.1618 
F020. 6465 
3079., 0416 
5114.0683 
5132. 2706 
F084. 8163 
J081.7261 
3066.3230 
3044.3921 
5053. 3395 
4336. 6806 
4314. 83564 
4837. 4534 
4332. 3800 
4962. 2352 
4357.2746 
4372, 3269 
4377. 4036 
4331. 4351 
4970, 2995 
5023. 3000 
5021.2374 
5001. 3872 
4336. 6258 
4996. 6664 
4370. 3507 
4346. 3197 
5020. 3056 
3053., 7436 
4326. 8457 
048.6395 


ed 


